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FD-72/D20 2a/may/02 

Pul9e Sequence: COSY 
Solvent: D20 
Anblsrit temperature 
File: FD-HDSPSR.S“V-Cosy-72-H20 
Mercury-300 "mTl-nmrOZ'‘ 

PULSC SEQUENCE; COSY 
Relax, rielay 1.000 sec 
Acq. time 0.171 sec 
Width 2337.B Hz 
2D Width 2997.G Hz 
2 repetitions 
256 Increments 

OBSERVE HI, 289.79B3353 MHZ 
DATA PROCESSING 
Sq. sine bell 0.D85 sac 
Fl DATA PROCESSING 
Sq. sine bell 0.085 esc 
FT Size 2048 X 2048 
Total time 12 m1n, 42 sec 
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Source; https://www.industrydocuments.ucsf.edu/docs/xknx0001 




